From: 

Piro, Peter (DPH) 

Sent: 

Thursday, July 09, 2009 10:03 AM 

To: 

Nassif, Julianne (DPH) 

Subject: 

RE: Cathine std 

Hi Julie 



I gave Sigma another call and requested notification if the backorder changes from the 3 rd week in September. I called 
some folks at the Connecticut Drug Lab and they do have the standard but can’t remember the last time they confirmed 
cathine. The quality manager (Jane Ridley) is out until Monday so I’ll give her a call then about possibly getting some 
cathine standard. She also has a contact person at DEA about getting unavailable standards. I’ll also try the regional DEA 
fora method and standard. 


From: Nassif, Julianne (DPH) 

Sent: Monday, July 06, 2009 11:46 AM 
To: Piro, Peter (DPH) 

Subject: FW: Cathine std 

Peter - no luck, can you think of anyone else we could try? 


From: Elian Albert A. [mailto:Albert.Elian@state.ma.usl 
Sent: Monday, July 06, 2009 7:41 AM 
To: 'Nassif, Julianne (DPH)'; Elian, Albert (POL); 'Ellen.Selin' 
Subject: RE: Cathine std 

Good morning. 

We do not have a standard! 

Sorry. 

Al Elian 

MASSACHUSETTS STATE POLICE CRIME LAB 
508 - 358-3133 


From: Nassif, Julianne (DPH) [ mailto:Julianne.Nassif@state.ma.usl 
Sent: Thursday, July 02, 2009 3:43 PM 
To: Elian, Albert (POL); Ellen.Selin 
Subject: Cathine std 

Hi, 

Do either of you have a little cathine standard we could have? We have an order placed but it is backordered several 
months. 

Julie Nassif 

JuLLaiAM Nosslf 

Director, Division of Analytical Chemistry 
William A Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South Street Boston, MA 01230 
voice 617-983-6651 fax 617-983-6662 
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